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Abstract 

This paper discusses current plans and issues for exploration that involve the use of 
cryogenic transfer. The benefits of cryogenic transfer to exploration missions are 
examined. The current state of the art of transfer technology is reviewed. Mission 
concepts of operation for exploration are presented, and used to qualitatively discuss the 
performance benefits of transfer. The paper looks at the challenges faced to implement a 
cryogenic transfer system and suggest approaches to address them with advanced 
development research. Transfer rates required for exploration are shown to have already 
been achieved in ground test. Cost effective approaches to the required on-orbit 
demonstration are suggested. 
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1. Benefits of cryogenic fluid transfer technology 

Cryogenic fluid transfer is a subject of great interest to many spacefarers. Effective 
human exploration of the solar system will require refueling in microgravity with large 
quantities of cryogenic propellants. Figure 1 shows an artist’s concept of space refueling 
in low earth orbit. Effective use of Lunar-produced hydrogen and oxygen will require 
microgravity transfer of propellant at the earth-moon libration point LI or Lunar orbit. 
Although modest quantities of non-cryogenic propellant are transferred routinely, the 
unique properties of cryogens and the much larger quantities of required propellant make 
the prior techniques ineffective for microgravity cryogenic refueling [1]. 

Cryogenic fluid transfer allows the reuse of hardware already in orbit, thus reducing 
lift mass. Stages initially filled on-orbit can eliminate many of the systems and structural 
mass required to support and maintain cryogens on the launch pad. Transfer allows tanks 
on the mission vehicle to be insulated only for the mission rather than the months 
required to assemble a stage on-orbit. The valving and hardware for cryogenic transfer 
should be substantially simpler and safer than drop tank designs (10- to 20-cm 
disconnects that can be checked for leakage versus 43 cm Shuttle External Tank {ET} 
style valves that must seal instantaneously when the pyrotechnic devices fire to drop the 
tanks) [2]. 


2. State of the art 


Resupply of earth storable propellant has been routinely conducted by the Progress 
module on Russian space stations since 1978. The Russian system is not well 
documented in the western literature. The most commonly sited source is Feoktistov [3], 
but an English translation is not publicly available. Janes [4] contains a brief but thorough 
explanation. Another account can be found in Clark [5], To avoid the problems of phase 
separation a flexible membrane separates the liquid from the pressurant gas. Then the 
liquid can be transferred by pressurizing the tank without worrying about ingesting vapor. 
Drawbacks of this system include life of the membrane, weight and an inability to deal 
with vapor evolved from the bulk liquid. Nevertheless the Progress module includes 
resupply tanks holding about 870 kg of propellant (two tanks of nitrogen tetroxide and 
two of UDMH hydrazine). This module and system were first used on Saylut 6 on Jan 20, 
1978 and have been used on every space station since, including Mir and International 
Space Station (ISS). ISS had its first refueling August 2000. 

More recent flight experiments have proved valuable in understanding the behavior of 
fluids in low gravity during transfer. Notable experiments include: Storable Fluid 
Management Device (SFMD)/Fluid Acquisition and Resupply Experiment (FARE) [6-9], 
and Vented Tank Resupply Experiment (VTRE) [10], which looked at a vane device to 
separate gas and liquid during transfer. Figure 2 shows inflow into one of the VTRE 
tanks during a fluid transfer. The superfluid helium on-orbit transfer (SHOOT) flight 
demonstration [11] was fully successful in moving superfluid helium from ta nk to ta nk 
on-orbit. However, its reliance on the unique properties of superfluid helium makes 
application of these results to other fluids difficult to achieve. 

Systems for cryogen propellants such as liquid hydrogen and liquid oxygen have 
unique challenges. The large scale of the systems for which these propellants are 
attractive makes any in-tank structure large and complex. No membrane material that can 
be used at cryogenic temperatures has been identified. Elastomeric membranes fail after a 
few cycles in liquid oxygen [12]. In addition to the poor cycle life when used in liquid 
hydrogen, hydrogen diffuses through at an unacceptable rate [12]. At these low 
temperatures metal membranes suffer from poor flexibility and limited life due to 
cracking. 

During a nonnal gravity transfer, a top vent is kept open to let out the vapor generated 
during the transfer process, thereby maintaining a low ta nk pressure. If the same 
approach is used in low gravity, the ullage gas may never vent. Instead of venting vapor, 
large amounts of liquid may be dumped overboard. If liquid is vented from one side, and 
vapor from the other side, of a non-propulsive vent, the spacecraft may tumble out of 
control. The spacecraft can be placed in an artificial gravity field by continuous thruster 
firing to position the ullage at a vent opening, but this may require dedicated thrusters and 
additional propellant. In places, such as a depot based at a space station, this thrusting 
may be impractical due to large system size [1-2, 13]. One promising concept for 
propellants that can be pressurized with their own vapor (such as oxygen and hydrogen) 
is a procedure known as no-vent fill [1-2, 13]. This procedure uses liquid subcooling to 
re-condense vapor back into the incoming liquid. For tanks, which are wann and dry, a 
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chilldown procedure is used to remove thermal energy from the ta nk wall, a well as other 
hardware in close thermal contact with the cryogen, and a sacrificial quantity of cryogen 
is vented overboard as vapor prior to the start of the transfer. Space venting can also be 
used to remove non-condensable pressurant such as helium from tanks, prior to the start 
of the transfer process. 

Large-scale cryogenic ground testing programs have demonstrated liquid hydrogen 
no-vent fill capability with near-flight-weight hardware. Analytical modeling techniques 
verified by these tests showed that the process can be implemented over a broad range of 
ta nk sizes, and modeled to show the effect of size on the process. Tests with a large (4.96 
m ) ta nk are documented by Chato [14] and Taylor and Chato [15]. These tests 
demonstrated the impact of varying critical input parameters, such as the liquid inlet mass 
flow rate and the initial tank wall temperature, on the no-vent fill process. Chato [16] 
reports the results of a test series for filling a 2.01 m 3 ta nk with liquid hydrogen without 
venting. Parameters investigated included inlet saturation pressures, transfer pressures 
and various starting wall temperatures. Of these tests, only the one run at the highest wall 
temperature (132 K) failed to fill the tank. Analytical modeling techniques verified by 
these tests showed that the process can be implemented over a broad range of ta nk sizes, 
and modeled to show the effect of size on the process. Overall model-data agreement was 
good except for the tendency of the model to overshoot during the initial wall cool down 
of the higher starting wall temperature fills. 

Flachbart et. al. [17] using an 18.1 m 3 ta nk demonstrated that very high rates of liquid 
hydrogen transfer (in excess of 4.54 m 3 per minute) are achievable with vented fills. 
However this rate could not be sustained with no-vent fills. The inability to no-vent fill 
was attributed in part to the significantly heavier that flight-weight tank lid and the 
resultant high level of residual thennal energy. Recent measurements of liquid position 
during commercial launch vehicle flights suggest venting may not be as out of the 
question as previous work as suggested. Kutter et. al. [18] found that once the initial 
transients in fluid motion had settled out very little settling thrust is required to hold the 
liquid in position. They also suggest that secondary payloads on commercial vehicles 
may be a cost effective means for early demonstration of cryogenic fluid transfer 
technologies. The cryogen transfer operation involves complex thermodynamics, heat 
transfer and fluid dynamics that are strongly affected by microgravity environments. 
Therefore, an orbital demonstration is likely to be required before the exploration 
program will use cryogenic fluid transfer technologies. 

3. Concepts of operation for Exploration 

The Exploration Systems Architecture Study (ESAS) [19] Earth Departure Stage 
(EDS) reaches orbit roughly 32% empty, having used significant propellant just to reach 
a stable circular orbit. If a Top-Off propellant transfer tanker were available the tanks 
could be refilled prior to departure, significantly increasing the EDS payload. Alternately, 
the size of the EDS could be reduced to only contain the 78% of propellant required for 
the earth departure bum. Cost to the EDS would be mainly the weight of the transfer line 
and its associated valves. The top-off tanker could also replace the propellant lost to boil- 
off during the wait for the Crew Exploration Vehicle (CEV) to arrive (this time can be as 
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long as 95 days). A more aggressive strategy would be move the insulation required for 
boil-off mitigation to the tanker vehicle. The tanker would be launched to co-orbit with 
the EDS and the EDS topped off just prior to the trans-lunar injection burn. This 
approach would allow the mass that would have been used for insulation on EDS to be 
used for additional payload. Since the tanker is capable of completing its mission prior to 
the arrival of the crew it is possible it could be built to un-crewed commercial standards, 
significantly reducing the amount of margin and redundancy and consequently reducing 
both weight and cost. 

Within the ESAS approach the Lunar Surface Access Module is launched fully loaded 
with liquid hydrogen and oxygen coupled to the EDS. This system must then wait with 
the EDS for the CEV to arrive and be either heavily insulated to minimize boil-off or 
oversized to accommodate boil-off losses. A top-off tanker could refill this stage as well 
as the EDS (a dedicated LSAM tanker or separate ta nk ers for each stage are probably not 
operationally efficient.) Even if no tanker is used a transfer system between LSAM and 
EDS tanks could provide substantial benefit. In general cryogenic storage is more 
efficient in larger tanks so storing the propellant in the EDS should decrease the total 
boil-off loss. Also by storing the propellant in EDS the propellant required for descent 
only has to be insulated for days required for lunar transit rather than the weeks required 
for CEV Rendezvous. The LSAM tanks could be launched dry and warm eliminating the 
need for ground hold insulation on LSAM. However, prior to the start of transfer these 
tanks will have to be chilled down to cryogenic temperatures. The propellant required to 
chill the tanks down represents another mass loss (ground testing has shown a 149 kg 
tank can be chilled down with 14.5 kg of liquid hydrogen [20].) Several strategies are 
available to avoid this loss entirely. One could cool the tanks prior to launch and insulate 
them to keep them cold. One could cool the tanks on-orbit by using the EDS boil-off to 
cool them, or coupling them to cryocoolers (especially if the EDS is already using 
cryocoolers for boil-off mitigation). One does not even have to cool them down to liquid 
hydrogen temperatures since the majority of energy from the tanks has been removed 
once they reach liquid nitrogen temperatures. 

Transfer operations will also be required for In-Situ Resource Utilization of 
propellants. Even with the lightweight ta nk technologies being developed gas storage 
tanks are not sufficiently lightweight to allow their use for lunar ascent vehicles [21] so 
the propellants will have to be liquefied. Although it is conceivable that the In-Situ 
propellant could be liquefied in the ta nk which feeds the engine this would mean carrying 
the mass of the liquefaction system along with the ascent vehicle. A much more practical 
approach is to liquefy the propellant in a system which remains on the surface and then 
transfer it to the ascent vehicle shortly before launch. The lunar ascent vehicle may be 
able to use the lunar gravity to conduct vented transfers. However, further research is 
required to establish if lunar gravity provides sufficient settling to transfer at reasonable 
rates. 

Preliminary evaluation of concepts for manned Mars missions show six launches of 
vehicles carrying EDS size stages for one mission [19]. Transfer strategies similar to 
those proposed for EDS are even more attractive for these larger systems. Since multiple 
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launches are already required to support Mars missions’ additional risk imposed by 
needing to successfully launch transfer tankers is much less than that for the two launch 
lunar mission. Advanced architecture studies [22-23] also show significant benefits to 
refueling at Li prior to traveling deeper into space. Tankers from the lunar surface filled 
with in-situ propellant (or even just liquid oxygen, the heaviest propellant) rendezvousing 
with Mars Departure Stages (MDS) at LI could significantly reduce the mass MDS as 
well. However this scenario would require on-orbit fluid transfer. 

4. Issues of Transfer 

Implementation of on-orbit transfer will require resolution of several issues. 
Unfortunately additional hardware will be required, but this is mostly plumbing and 
valving which has already been developed for engine feed systems. We have seen above 
that the additional hardware weight is more than offset by overall stage mass reduction. 
The impact and mitigation strategies for the additional launch for tanker vehicles have 
also been discussed previously. Some pieces of hardware somewhat unique to transfer are 
disconnects and fluid couplings. Large disconnects and couplings exist but have not yet 
been qualified for use on-orbit. These flight rated transfer couplings will need to be 
developed. Unmanned tankers will require some sort of unmanned rendezvous. Soyuz 
already has an automated rendezvous systems, although it is not always considered 
reliable [24]. The tele-operated system used as a backup for Soyuz is also an option. 
Rendezvous technology is being heavily investigated by the DAPRA Orbital Express 
satellites [25] as well as being a prime topic of advanced development for exploration 
given its use on many stages including EDS, CEV, and LSAM. 

A study was conducted to compare flow rates demonstrated in experimental rigs [14 - 
17] to the requirements for flight systems. Currently there are no constraints on EDS fill 
time but most studies tend to recommend a single shift (8 hours or less). For propellant 
quantities required we used the 22 Metric Tons of propellant reported as burned during 
orbit insertion by the ESAS EDS. The fastest nonvented transfer in Taylor and Chato [15] 
is 534 kg/hr using a 6.35 cm diameter pipe. If this is assumed to be the maximum flow 
rate achievable, transferring the propellant required to top-off the EDS will require 42 
Hours. However, much larger pipes are commonly used on flight systems (for example 
the STS Main engine Feed is 43.2 cm in diameter, although such a size is not needed for 
transfer). Mass flow rate increases roughly as the square of pipe diameter so a 20 cm pipe 
would cut the transfer time to 4 hours. If we assume we can use the rapid fill techniques 
of Flachbart et. al. [17] (this will require venting) we can use maximum demonstrated 
rapid fill rate of 16,000 kg/hr with 10.2 cm diameter pipe to transfer in 1.4 Hours. Clearly 
the flow rates required for the transfer are achievable. 

One of the criteria for maturing technology out of the advanced development stage 
(advancing from technology readiness level 4 to 6 for those who prefer technology 
readiness) is demonstration of its performance in the relevant environment. Unfortunately 
for fluid transfer one of the relevant environments is low gravity. Technologists have 
relied on flight tests to develop cryogenic fluid systems since the beginning of space 
travel. The Saturn IV and Centaur cryogenic upper stage full-scale demonstration flights 
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[26-27] successfully addressed the issues of propellant slosh, settling, and short-term 
storage/pressure control. 

Past experimental attempts to move directly to TRL 6-7 have proved costly. The 
Cryogenic On-Orbit Liquid Depot Supply Acquisition and Transfer experiment (COLD- 
SAT) [28-30] was designed to support the Space Exploration Initiative by maturing key 
technologies to TRL 6. It was based on using a dedicated spacecraft fdled with liquid 
hydrogen as the experiment platform. The concept was only carried through preliminary 
design but the Non-Advocate Review at the end of the COLD-SAT estimated the cost at 
about $200 million. 

Work for the Maturation of Deep Space Cryogenic Refueling project resulted in a 
design concept for a moderate size flight demonstrator capable of flying as a secondary 
payload on commercial cryogenic launch vehicles. The top rated MDSCR experiment 
concept was Centaur Test Bed (CTB) [3 1]. It proposed a small cryogenic experiment tank 
attached to the aft end of an existing launch vehicle upper stage. The Cryogenic 
Propellant Operations Demonstrator (CPOD) payload was developed from CTB to 
respond the Exploration Systems Mission Directorate’s Robotic Lunar Exploration 
Program (RLEP) Secondary Payload Mission call for proposals [32]. The CPOD cost 
estimate was well within the $50 million cost range called for by RLEP [32]. Although 
this effort was highly rated, it was not selected due to an RLEP desire to focus on lunar 
science. Figure 3 shows an artist’s concept of this tank and valve panel for the 
experiment. The proposed design attaches to existing hard points on the upper stage and 
is isolated from the stage propulsion by pyrotechnic valves until after the primary upper 
stage mission is complete. A highly reliable flight qualified redundant pyrotechnic 
isolation valve will be installed by the launch vehicle manufacturer into the existing 
propellant feed line. As such, the experiment can be integrated as a secondary payload on 
any launch with excess payload capacity and will have minimal impact to the primary 
payload. 

Demonstration of the charge-hold-vent technique for chilldown of wann propellant 
tanks in low gravity and validation of the No-Vent Fill concept for low-g fluid transfer 
were key experiments for this payload. The entire experiment is enabled by a transfer of 
LH2 from the cryogenic upper stage to the CPOD receiver tank The upper-stage cryogens 
are accessed via the installation of tubing connected to the LH2 feedlines (a similar 
approach could be use to access liquid oxygen, but hydrogen was selected as the test 
liquid since it is considered more challenging [1]). During the nominal mission, a 
redundant valve isolates the secondary payload from the upper stage’s propulsion 
hardware to minimize risk to the primary payload. Following spacecraft separation these 
valves are opened allowing the controlled transfer of cryogens to the CPOD receiver 
tank. As an example CTB calculated the Centaur aft bulkhead contains sufficient space 
for the installation of a ta nk as large as 122 by 76 by 76 cm. A receiver ta nk of this scale 
is large enough to adequately test most CFM requirements. Existing flight hardware of 
similar size is already integrated on Centaur. 


6 



5. Concluding Remarks 

Effective human exploration of the solar system will require refueling in low gravity 
with large quantities of cryogenic propellants. We have seen the benefits to the 
exploration mission. We have seen that large disconnects and couplings exist but will 
need to be qualified for use on-orbit. NASA has already undertaken the challenge of 
developing the orbital rendezvous required. The main stumbling block has been orbital 
flight demonstration. We have suggested approaches to addressing even this in a cost 
effective manner. 

Most of the technologies required for cryogenic transfer are “near-to-hand”. Basic 
concepts have already been demonstrated (TRL 3-4). What is now required is an 
advanced development effort to demonstrate these technologies in the relevant 
environment. Enough time remains before our planned manned Lunar landing in 2020 
and manned Mars mission at some unspecified time in the future to bring this technology 
forward. 
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Figures 



Figure 1 Artist’s concept of a space exploration stage being refueled from a depot in low earth orbit via no- 
vent fill. 



Figure 2 Vented Tank Resupply Experiment during inflow, exhibiting center post fluid collection 
phenomena; predicted but unseen until VTRE flight. 



Figure 3 Artist concept of Cryogenic Propellant Operations Demonstrator (CPOD) based on the Lockheed- 

Martin Centaur Test Bed (CTB) concept 
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